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TAGS: ESTC, COCOM, GW, RO 

SUBJECT: GERMAN ELECTRONIC TEST EQUIPMENT AND FOIL 
STRETCHING DEVICE TO ROMANIA - IL 1355 

REFS: A. COCOM DOC. (75) 127 
B. OECD PARIS 7197 

1. AS STATED IN REFTEL B, US VIEWS WERE DUE APRIL 3. 

CASE WAS ON AGENDA APRIL 8 AT GERMAN DEL'S REQUEST. IN 
ABSENCE OF INSTRUCTIONS WE REQUESTED AND RECEIVED AN 
EXTENSION TO APRIL 22. 

2. ACTION REQUESTED: INSTRUCTIONSNO LATER THAN APRIL 22, 
BUT PREFERABLY SOONER. IT WILL BE RECALLED THAT 

THIS IS AN URGENCY REQUEST. 
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